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“hospital hag been-conducting experi. 
“ments for the-Central Intelligence :; 
“Agency: fortwo years on how the. 
chuman brain reacts.to. what the eye: 
*‘sees,a-CIA spokesman said yesterda 
But. CIA spokesmarr Dennis’ Berend : 
‘denied published reports that the- : 
'$100,000-a-year contract with, the. 'Chil-* 
dren’s Hospital and Health Center was- 
to develop a sophisticated lie detector, : 
systen ‘that erectremucally probes: ‘the - 
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